CONCORD HOTEL 

ST. PETEBSBURG. FLORIDA 
European Plan - Elevator - Fireproof 
Steam Heat - Every Room with Bath 
All Outside Rooms - Palms, Flowers, Gardens 
Ideal Location - Equipment the Best 
Concord Patio Restaurant 
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J. B. CRAMER, Manager 
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